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MONTREAL / September 27, 1993 — A_ brake failure on a leased bus travelling 
in the Laurentians Saturday, 25 September, 1993, left 50 Concordia University 
international students shaken but uninjured. The students were part of an 
excursion organized by Concordia University's International Students’ Liaison 
Group. 


Organizers of the outing leased two buses from Autobus Idéal Inc., a company 
which has an excellent track record and was often used by the International 
Student Office. The cause of the accident, believed to be brake failure, will 
be investigated by the company as well as by provincial police. 


Another bus was immediately dispatched and the excursion continued. 
Although the students involved in the incident were not injured, Concordia 
University International Student Coordinator Claudette Fortier will be 
contacting each of the students to follow up. 


"Our students are important to us. We may not have been responsible for the 
accident, but we have a responsibility to reassure our students, and help them 
in any way we can," she said. 


For more information contact Claudette Fortier, Coordinator, International 
Student Office, at 848-3514. 
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